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Message Text 


UNCLASSIFIED 

PAGE 01 STATE 098833 

70 

ORIGIN COME-OO 

INFO OCT-01 NEA-09 ISO-OO EB-05 RSC-01 /016R 
66611 

DRAFTED BY: COM/OED/OBOD/OPS:JTHARDISTY:JEB 
APPROVED BY: EB/OCA/REP:MWDONOVAN 
COM/OED/OBOD/OPS/SSLEON 
COM/OED/OBOD/RECOHEN, DIRECTOR 
COM/BDC/466/MBARGER 
STATE/NEA/ARN/GSTRONG 

005126 

R 132122Z MAY 74 
FM SECSTATE WASHDC 
TO USINT BAGHDAD 

UNCLAS STATE 098833 

E.O. 11652: NA 
TAGS: BEXP.IZ 

SUBJECT: SPECIAL TRADE OPPORTUNITY - MEDICAL EQUIPMENT 
REF: A. BAGHDAD 271 B. BAGHDAD 277 

1. WE HAVE FURNISHED ASSORTED FIRMS CAPABLE OF SUPPLYING 
MEDICAL EQUIPMENT COPIES OF REFTELS. HAVE ALSO CONTACTED 
AMERICAN SURGICAL TRADE ASSOCIATION. 1 1 E. ADAMS STREET, 
CHICAGO, ILLINOIS 60603 RE OBTAINING COPY OF THEIR 
DIRECTORY BUT WAS INFORMED THAT COPIES ARE ONLY FOR SALE 
AT DOLS 20 PER. THIS DIRECTORY SEEMS TO BE BEST SOURCE PRIN 
CIPAL U.S. SUPPLIERS A REQUESTED IN REFTEL (B). 

2. WOULD APPRECIATE GUIDANCE FROM POST AS TO WHETHER REFTELS 
REPRESENT TWO SEPARATE REQUIREMENTS OR IF THEY ARE ONE 

IN SAME. RUSH 


UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 13 MAY 1974 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974STATE098833 
Document Source: CORE 
Document Unique ID: 00 

Drafter: COM/OED/OBOD/OPS:JTHARDISTY:JEB 
Enclosure: n/a 
Executive Order: N/A 
Errors: N/A 

Film Number: D7401 17-0672 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t19740552/aaaabuaj.tel 

Line Count: 49 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN COME 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: A. BAGHDAD 271 B. BAGHDAD 277 
Review Action: RELEASED, APPROVED 
Review Authority: elyme 
Review Comment: n/a 
Review Content Flags: 

Review Date: 31 OCT 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <31 OCT 2002 by MorefiRH>; APPROVED <07 JAN 2003 by elyme> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: SPECIAL TRADE OPPORTUNITY - MEDICAL EQUIPMENT 
TAGS: BEXP, IZ 
To: BAGHDAD 
Type: TE 
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